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Proposal Revision of Regulation WBBtBKBM 
graining at Non-CIA Facilities Under the 
Government Employees 'draining Act 


SHBJKtt 


1, It is rectoawBaded that' the following language be added to 
paragraph 1 of the proposed regulation: 

"By Executive Grtler 10605 (February 18, 1959} CIA 
was excepted frota super vis ion and control by the Civil 
4 Service Commlasibn and fro® certain other administrative 
i : requirements of. the A«t, w 

\ \ v. V f t ' „ ■ 

This is believed dea liable ib order to put interested .person* on ‘ 
notice of. the fact thjat CIA Is not subject to all of the requirements 
limitations and controls set forth in the Act, 


8, Subject to tfce forgoing, the proposed regulation is 
concurred in as written. 
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